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STAT 


8 MAR li)59 


HEM0H4HDDM fORt Gensral C. P, Cabell, CSAF 

Deputy Director of Central Intelligence 
Central Intelligence Agen^ 

Washington 25» D. C. 

SUBJECTt Hess>z«ndun of Appreciation 


STAT 

STAT 

STAT 


1« Acknovledgnent is made of yonr nenorandun of lit fbbruaiy 1959, 
expressing appreciation for the assistance given the Central Intelligence 
Agency by Signal Corps* It is a pleasure to 


receive your favorable c<nuients on the outstanding perfomanoe of Major 
f during his assigiment with your Agency. 

2. A copy of your neoDranduai has been forwarded to Major 

correspondence received has been placed in his official 

file and a copy sent to his career branch. 


H. V. L£B 

R. V. LEE 

Major General, DSA 

The Adjutant General 
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